PUBLISHED FOR CLAUDE A. PLACE, RUTLAND, VERMONT. 
BY C. W. HUGHES a CO., INC., M ECHANICVILLE, N. Y. 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 




Pico Peak, 3967 Ft., Start Sunset Schuss, 2V: 2 Mile Vertical Drop to Pico Alpine Ski Lift Area — 97 


Green Mts., Rutland, Vt. 
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